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“Momentum Resolved ESDIAD - A New Way to Study Surface 

Dynamics Without a Laser” 


John T. Yates, Jr. 
University of Pittsburgh 
Department of Chemistry 
Surface Science Center 
Pittsburgh, PA 15260 


An existing older Varian UHV system has been modified so that the new 
momentum-selective ESDIAD system can be included. All necessary electronic 
parts and computers have been purchased and die majority of it has been tested 
and used in a preliminary version of the TOF-ESDIAD system. First results are 
already published (see references [1-3]). 

1) The following extensive changes and necessary improvements of the 
UHV system have been made by installing and testing the following items 
(compare the attached equipment list): Custom built UHV chamber (item 14); 

New vacuum gauges, valves and other UHV hardware (items 15,.., 18,22,24). 

2) Closed cycle Helium cryogenic system (item 12): In order to perform 
dynamic measurements at the zero point energy level (compare attached 
publication [3]) a new design of the manipulator including the cooling and heating 
system was necessary. The constructions are completed and under test in the new 
chamber. 

3) Pulsed electron gun system (items 13 and 8): The electron gun system 
has been built in the new chamber and aligned (using the Precision Off Axis Port 
Aligner, item 15). It has been tested using a self-made phosphor screen. By 
employing the Avtech pulse generator (item 8) electron pulses of widths down to 
500 ps could be obtained. For the pulse widths measurements the multi-scaler 
system (item 2), the oscilloscope (item 3) and the computer (items 10 and 11) have 
been employed. 


l 



4) Specially designed detector system (item 9): A newly designed TDC 
(Time to Digital Converter) has been build and tested at the University’s electronic 
shop. The ultra fast position detector system including the multi-parameter system 
(item 9) is under testing at the company Quantar Technology. The delivery of the 
system has been delayed due to problems with the Resistive Anode. The delivery 
is expected at the end of November. 

5) Electronic equipment, pulsing and timing (items 1, 2, 3, 8, 10, 19, 20, 
21, 23, 25): The full capability of the new system allowing the highly time and 
angle resolved TOF-measurements will be possible only after including the new 
detector in the system. Nevertheless preliminary TOF ESDIAD measurements 
have been successfully performed by applying the new electronic equipment for 
pulsing and timing to a modified older detector system (see references [1-3]). 
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3392/001 Option 001/SE: Add $350 

Electrically Isolated 
Front Ring to Std. 

3392A 



MPAWIN MPA Windows $5,650 

Based Software 
























MPA/REPLAY Replay/Parser $950 

Software Option for 



311 Kimball Hill Road, Gun System $16,120 

Wilton, NH 03086-9742_[____I_ 
























Kurt Lesker Company, UHV Hardware $6,416.10 10% discount Changed 

1515 Worthington Ave._ Manufacturer 

Clairton, PA, 15025 Custom Built UHV $8,500 Changed 

Chamber Manufacturer 







































763061-04 Type X2 double $105 

Shielded GPIB 

_ Cable, 8m _ 

Hewlett Packard Co. HP6644A Single-output system $1,912 Discount Replaces 



East Carson Street, Memory Module, 

Pittsburgh, PA 15203_2pc._ 







































